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Ponding claims 1-10, 12, ill-— 39» 

2he final rejection of olains 26-34 ie withdrawn* 
Shore are obviously too many olaiae in the appli- 
cation and they are rejected on the ground of multiplicity, 
ex parte Schwarts 1935 23 # 


<*laiae 26-34. are again rejected far the reasons of 


reoordo 


EXAMINER. 
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